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Message Text 

UNCLASSIFIED 

PAGE 01 GEORGE 00995 031912Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO FDRE-00 ABF-01 CIAE-00 DODE-OO 
NSAE-00 NSCE-00 SSO-OO ICAE-00 INRE-00 SOE-02 
AID-05 CEA-01 COME-OO EB-08 DOE-15 H-02 INR-10 
INT-05 L-03 OMB-01 PM-05 OES-07 SP-02 SS-15 
STR-07 TRSE-00 ACDA-12 DOEE-OO NRC-07 OC-06 CCO-OO 
PC-05 SCS-06 CA-01 SY-05 OPR-02 A-01 MMO-04 
FBOE-OO HA-05 /158W 

087804 031921Z/46 

O 031855Z APR 78 
FM AMEMBASSY GEORGETOWN 
TO SECSTATE WASHDC IMMEDIATE 6481 
INFO AMCONSUL MARTINIQUE IMMEDIATE 

UNCLAS GEORGETOWN 0995 

MARTINIQUE FOR PETER MORRISSEY- ADMIN/BUDGET CONFERENCE 

E.O. 11652: N/A 
TAGS: ENRG, ABUD, GY 

SUBJECT: MAJOR POWER FAILURE IN GEORGETOWN 
REF: GEORGETOWN 862 (NOTAL) 

MAJOR ELECTRICAL FAILURE AFFECTING MOST OF GEORGETOWN HAS 
BEEN IN EFFECT SINCE APPROXIMATELY 0400 (LOCAL) SUNDAY 
APRIL 2. AS OF 4 P.M. (LOCAL) APRIL 3 (36 HOURS LATER) 

POWER IS BEING FURNISHED ONLY INTERMITTENTLY TO BUSINESS 
DISTRICT; RESIDENTIAL AREAS REMAIN BLACKED OUT. NO 
PROGNOSIS REGARDING RESTORATION. WILL KEEP YOU INFORMED. 

BURKE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: PUBLIC UTILITIES 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 apr 1978 
Decaption Date: 20 Mar 2014 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978GEORGE00995 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 43-1 027 

Format: TEL 

From: GEORGETOWN 

Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978041 00/aaaadhfn.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0b4db2a5-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: ONLY 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: 78 GEORGETOWN 862 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2817945 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR POWER FAILURE IN GEORGETOWN 
TAGS: ENRG, ABUD, GY 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0b4db2a5-c288-dd1 1-92da-001cc4696bcc 
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